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ST.  GEORGE'S CHAPEL, WINDSOR
St. George's Chapel forms a part of Windsor Castle and is one of the most historic places of worship
in the world. It is built in the Perpendicular Gothic style and has recently been extensively
restored. In this picture we see the magnificent east window with the stalls of the Knights of
the Garter to right and left and their banners overhead. Many of our Kings and Queens,
including his Majesty the late King George V., were buried in the Chapel, which has also been the
scene of royal weddings. St. George's Chapel is situated in the Lower Ward of the Castle,